5.        The building's north-east has an offset reducing the north-
east.

6.        Canteen, cycle   stand and scooter parking sheds were built
all along the northern border and north-east corner on to the
north   side  compound wall which is very bad financially.

7.        The main gates were fixed and kept open in south-west and
north-west direction.  One in the north-west is not bad but the
south west drains out the finances.

8.        Gate  fixed  in the north-east was good but it was closed
permanently   for  some reason, which stopped the financial
inflow.

9.        The natural rain water flow  had i>een  towards west and
south-west instead of north-east which added more compli-
cations.   All these   above  defects   and   some more in the
construction of theatre, put together caused heavy financial
loss to the concerned leading to closure of theatre ultimately.
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